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No. 7407, Pullman-Standard-built PCC, rests peace- 
fully at the rear of the yard at Govanstown Loop on 
a cold winter day in 1960. Between 1939 and 1944, 
247 cars of this type were built for Baltimore by 
Pullman. The last one operated on the Number 8 line 
November 3, 1963. No. 7407 is preserved, along 
with 9 other historic Baltimore cars, at the Baltimore 
Streetcar Museum. 


Dist. by John Stern, 300 Pelham Rd., New Rochelle, N.Y. 10805 


MADE BY 
DEXTER PRESS, INC. 
WEST NYACK, NEW YORK 


Ektachrome by John V. Engleman d 
33369-C p 


Post Go 


ee eee eeee 


